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07 2 4. 


18 Julr 195t 


TO I Clractor of Loglotioo 

SUB JECT I AJt Conditlonir^ EqiaipiAtnt ~ Projoot AQUATOHE 


1, Thl* vUl oonfirK our dotalled dloeoMioM on 17 Jnly 56 
with rospeet to tho air eonditloBliiC oquiiawnt mqnnntod on 
P.eqnlnltion 91>lt-l«-57. Thin nqnliwmt In for nnn ontnldn of 
thn Unitnd Statnn and in wqwlmd in lab and atoxmca amaa ^rtsam 
tanpnrntura and hnsldltj wait ba naintainnd within aartaln jaa- 
detnndnnd llalta* An you will moall our dlnconslon dnlinnntnd 
thn nctunl location and thn tnchnlcnl dntailn* 

2. Additional infomation nnennaary to nopport thn mquim- 
nnnt for noeh air conditioning nquifeMnit nxlnta in Projnot AQDATOHE 
ITeadqxaa’tnrn* 


25X1 


CFWjhps (18 Jvdy 56) 


Dint I Orig & 1 - Addressee 
cc - LO, cy 3 
- Chrono, cy 4 


Dlmetor of Material 
PCS/tCI 


i) 




8 y 


y 



Sanitized Copy Approved for Release 2010/12/08 : CIA-RDP57-0001 1A001000180004-3 




